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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Indian Standard ( Reaffirmed 2005 ) 

DIMENSIONS FOR 
AIRCRAFT PRESSURE REFUELLING CONNECTION 



1. Scope — Specifies dimensions for aircraft pressure refuelling connection and Its mounting 
requirements. 

2. Dimensions — The dimensions of the connection shall be as given below: 
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All dimensions in millimetres. 
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note 1 — The valve shall be sprlna-loaded and the load shall not exceed 222 N. at valve travel 36'525 mm. 

filote 2 — The valve face shall be flat within diameter a and no part of the valve shall extend beyond this face. 
The configuration of the valve above this face is optional. 
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3. Mounting Requirements 

3.1 When the connection is on a horizontal surface over-head ( underwing ), one bayonet lug shall be 
centrally disposed towards the normal approach of the operator for the refuelling. 

3.2 Except where the aircraft connection is mounted on a horizontal surface, one of the three lugs shall 
be centrally disposed at the lowest point of the connection, 

3-3 Installation of the connection in the aircraft shall meet the requirements of the space envelope as 
shown below: 
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All dimensions in millimetres. 
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Note 1 — The specified space envelope permits side by side installation of aircraft units on 355 mm centres, 
wherever this Is a requirement. 
Note 2-^ For design purposes, a hose of 76 mm OD with a minimum bend radius of 305 mm shall be assumed. 



EXPLANATORYNOTE 

This standard relates to features affecting the coupling of the hose unit or adaptors of the ground 
pressure refuelling equipment to an aircraft. While preparing this standard assistance has been derived 
from ISO/R 45-1957 'Aircraft pressure refuelling connections' issued by International Organization 
for Standardization and also BS 2C 14:1970 'Coupling dimensions for aircraft pressure refuelling 
connection \ issued by the British Standards Institution* 



Printed at Delhi Printers, Delhi, India 



